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Read April 28, 1768. 

XIX. Obfervations on the Barometer and 'Thermometer , and Accounf 
of the whole Rain in every Month of the 7 ear 1767, taken at the 
Royal Hofpital near Plymouth : By William Farr,, M. D. 
Tranfmitted to William Watfbn, M. Z). F. R. S. 


Month. 

1767. 

Barometer. 

Therm. 

Winds from 
what Quarter 
higheft. 

Rain r 

General Account of the Weather. 

January 

High eft ftate 30 20 
Loweft D° 28 67 

Z 53 

D 24 

E. by N.y 

S. E. > 3 

S. J 

46 30 

Firft part of the month clear j and 
froft j remainder much rain and 
ftormy weather. January ift , re¬ 
markable guft of wind E. by N. 

February 

H. 30 05 

L. 20 04 

1 

H. S3 
L. 48 

S. S. W. 1 

S. W. J 3 

7.000 

Conftant rains, only three fair 
clays during the whole month. High- 
winds on the nth, 19th, and 
26th. 

March 

H. 30 23 

L. 29 28 

H. 55 
L. 44 

N. W. 1 „ 
W.by N. J 3 

4.27b 

Sky ferene and clear the greateft 
part of the mornh ; towards the mid¬ 
dle and latter end very heavy rains. 

April 

H. 30 41 

L. 29 05 

H- 55 
L. 45 

S. E. 3 

S. S. E. 2" 

2.250 

Rain from the 20th to the 27th. 
Storm 2.1ft S. E. the reft of the 
month very fine weather. Wind 
moftly E. and S. E. and fometimes 
N. 

May 

H. 30 39I 

L. 29 25 

k 59 

L. 50 

VV. 3 

N. } 

N.N.W .] 

2.860 

Firft part of the month very fine 
weather y middle and end (bowery, 
with hail ftorms. Air generally 
fharp through the whole. 

June 

H. 30 -32 

L. 49 44 

! 

H. 64 

r sj 

E. byS. T ;/ 
£. by N. J * 

.882 

The 8eh the firft warm day this 
year; from thence to the 17 th very 
fins weather, and in general through 
the month j though the air was 
often fharp. No high Winds this 
month. 


July 
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,767. 

Month. 

Barometer. 

Therm. 

Winds from what 
Quarter high elf. 

Rain. 

General Account of'Weather; 

July 

Higheft ft ate 29 98 
Loweft D° 29 11 

H. 6 c 
L. 60 

W. by N. 1 

W. by S. J 3 

S- E. 1 

S. VV J 2 


Almoft conftant rains during the 
month; only five fair days. 

Auguft 



Bn 


Firft part of the month very fine 
weather; calm throughout, except 
from the 14th to the 16th; towards 
.he latter end fultry ; 20 th, tliunder- 
ftorm. 

September 

H. 30 33 

L. 29 49 


. 

N. W. 2"' 

S. 2" 

2-531 

Firfl part-of the month conftant 
rains; from the 18th to the latter 
end'remarkably fine weather, and 
quite ferened 

October 

H. 30 23 

L. 29 15 

s. 61 

L. 48 


B 

From the 8 th to the 15th, wea¬ 
ther clear and ferene, with (harp 
frofty mornings ; reft of the month 
rain, or hazy weather. 

1 

H. 30 37 

L. 29 04 

H. ib lh 60 
L. 43 

S. W. 10 th 1 

8 . S. W. 13 th j 4 
W. by S. V" 

3.506 

Rain frequent till the &tft ; from 
.he '8th to the 16th very tfquaHy 
weather; from the 21ft to me end 
of the month fair. 

December 

H. 30 54 

L. 29 02 

?• si 

L. 28 

E. by S. 3 

NT. E. 2"' 

0 

00 

Beginning and latter end frofty 
weather, with little wind; mid^ 
lie, fqually with (howers. 


Total 41.799, or 41 J inches of rain nearly. 


For the more ,particular aixolim of the weather., during the late froft, vide the fubfequent pages. 


Vol. LV1II. 


T 


State 


















t r 38 ] 


State of the Barometer* Thermometer, Wind, and Rain, from December 20* 

1767, to January 21, 1768. 


[Rain 


Day. 

December. 

Bar. 

Ther. 

within 

ioors. 

Ther. 

ivith- 

)Ut. 

Wind. 

20 

9 


m. 

29 2 

5 ° 


S. E. 

2"' 


11 


m. 

29 27 

50 


S. E. 

2" 

21 

9 


ir. 

l 9 5 5 

5 <* 


E. b. S. 

2 ? " 


11 


m.| 

29 70 

41 


E. 

2" 

22 

9 


nv 

29 80 

40 


E. b.N. 

2" 


1 1 


m. 

29 86 

39 . 


N. E. 

2"' 

^3 

9 


m. 

*9 9 C 

39 


D° 

2'" 

11 


m. 

29 93 

3 & 


D° 

2'" 

24 

9 


m. 

30 1 

1 35 


D° 

a'" 


11 


nr. 

30 0 

35 

3 °" 

D° 

2" 


9 


m. 

2 9 93 

35 

30 

N.N.E. 

1 

I£ 


m. 

29 75 

33 

28 

D° 

2 

26 

9 


m. 

29 66 

33 


D° 

2' 


11 


m. 

29 60 

3 1 

27 

N. 

1 

27 

9 


nr. 

29 44 

30 


N. 

0 


11 


,m. 

29 4i; 

29 


N. 

0 

28 

9 


m 

29 44 

29 

■ 

N. 

0 


11 


m. 

29 55 

3 ° 

. 1 

N. 

1 

29 

9 


m. 

29 77 

3 i 


N. 

1 


n 


111 .; 

29 74 

33 


S, E. 

1 

30 

9 


m.< 

29 76 

34 


D° 

1 

11 


m. 

29 74 

36 


D° 

1 

• 3 * 

9 


m 

29 80 

35 


D° 

2 

1 1 


m 

29 4 * 

36 ; 


D° 

2"' 


1768. 







Jan 11 

lar 

\ r > 






I 

9 

a 

IT. 

>9 0 

3 6 


D° 

2 ;/ 


if 

P 

m. 

29 ;.*c 

34 


N. E. 

2"' 

% 

9 

a 

m, 

,29 6c 

> 33 


N. 

2" 


11 

P 

, m. 

>3° c 

> 33 


N. 

2 

3 

9 

a 

m, 

ho ic 

5 29 

20 

N. 

2 


li 

P 

. m. 

430 c 

30 

. 21 

,D° 

2 


Weather, with itpifcellaneous remarks. 


Fair 
D° 

Clear 

D°. N. B. Froft fet in this evening 
Froft air very (harp* 

0 ° 

D° 

D° 

D° 

Cloudy, with froft 
Clear and ferene 
Cloudy 
Sleet at times 
lear 

Clear and ferene in the morning. 

Snow fmee the afternoon 

Clear; fnow lies on the ground about 4 inches deep 
|Clear 

Clear and ferene 
ICloudy ; in the night (bowers 
.iSqClear and froft 
D° 

Fair and froft.;: towards noon thaw 
.22o|Rain with ftcet; and in the night fnow 


.350 Rata* heavy at times, through the forenoon 
Clear and froft 
D° 

D° 

|D° f N. B. 20 was the l owed ftafce or the therm, ob 
0° t ferved in thefa parts, without doors, 


1768- 



9 a. m. 30 2 30 
n p. m. 29 92 30 
9 a, m. 29 90 30 
11 p. m. 29 80 30 
9 a. m. 29 66 32 
11 p. m. 29 60 32 
9 a* m. 29 54 32 
11 p. m. 29 49 34 
9 a. m. 29 26 35 
It p. m* 29 20 35 
9 a. m. 29 10 36 
11 p. m. 29 14 36 
9 a. m. 29 34 37 
n p. m. 29 56 37 
9 a. m* 29 60 36 
11 p. m. 29 68 36 . 
9 a. m. 29 66 36 
11 p. m. 29 50 39 
9 a. m. 29 47 48 
11 p. m. 29 3b 48 
9 a. m. 29 30 48 
11 p. m, 29 16 49 
9 a. m. 29 25 48 
11 p. m. 29 50 47 
9 a. m. 29 80 46 
11 p. iti. 29 87 45 
9 a. m. 29 87 4.5 . 
11 p. m. 29 45 

9 a* 29 46 45 
11 p. m. 29 65 44 
9 a. m. 29 67 44 
11 p. m. 29 36 44 
1 9 a, m, 29 bo 44 


N. 2" Fair and froft 

D° 2' Cloudy, with D° 

D° 2 Clear and froft 

D° 2! Cloudy 

D° 2' Snow 

N. E. 2 Hail and fleet* with froft 

F* 2 Cloudy 

E.b. S. 2 0° 

S. E. 2" Rain conftant, with thraw through the day 

D° 2". 70c D° 

D° 2" Rain at times 

E. 2'" Rain conftant 

N. W. 2" .360 Snow, with rain at times 

N.N.W. 2" Cloudy 

D° 1 Fair and froft 

W'.b. N; 1 Thaw, with friow ; how froft again 

S. E. 2 Rain from 11 a. ra. conftant through the day 

D° 2 D 6 

S. 2 Cloudy 

S. W. 2"' Rain fince 2 p. m„ 

' D* 2" Cloudy, with rain 

D° 2 .480 Cloudy 

W. 2 Rain heavy till noon 

W.b.S. 1 Fair 

D° O Fog in the morning; afterwards clear and fercne 

S. W. 1 .600 Clear 

E. 2 Clofe and cloudy, with final! rain 

S,. W. i . Cloudy 

W. b. S, 1 ■ Rain heavy till the afternoon 

N. W. 1 Cloudy 

:D° i Clear and ferene 

D° 2 V .775 Rain fince 4 p. m. 

N.N-.W* 4 Fair with flying clouds. N. B. Hurricane from 

D° 2 4 to 8 a. m.; when the Fame Man of War 


II p. m.129 73I 44 J |LT 2 I } 4 to Q a. m.; wnen cue raine ivxau 01 war 

was driven from her mooring in Hamoaze ; together with the fteer-hulk on the rocks, by Saint 
Nicholas lfland. 

N. B. The thermometer within doors is kept in an airy opep flair cafe, and not affected by any 
fire in the Houfe ; that without was in a fhedf under the North wall. 

N. B. From the 2d to the 7th of February was a froft, and fince that time mceffant rain to March 1. 

XX. An 


